
Federal Safety Council 
Department of Labor 
Washington, D. C. 20212 

Gentlemen. 

Analyses of injuries incurred by employees of She Central 
Intelligence Agency during the quarter ending 30 June 1970 reveal 
a disabling injury frequency rate of 1.8. 

This information is furnished in compliance with Title 29, 
CFR, Chapter XIII as amended by Part 1510 entitled, ' Safety and 
Health Provisions for Federal Agencies. 

Sincerely, 

(sisnsf.) . r r* 

John W. Coffey 
Assistant Deputy Director 
for Support 
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OFFICER'S COMMENTS (Number each comment to show from whom 
INITIALS to whom. Draw a line across column after each comment.) 


✓Disabling injury frequency rate 
is the number of disabling 
injuries per one million man- 
hours worked. The rate for 
the quarter ending 31 March 1970 
was Z. 3. 
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